




















Bud Vase 



I used a Libbey 7 14” glass bud vase for this 
Project. The diameter is 1 3/4”. These glass 
vases are available at Michaels Crafts stores. 


















Adjust opening to fit 
/ your vase. 















Adjust opening to fit 
/ your vase. 












